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Ll. The viaduct war LINDENBESG (i 53/V Ne on the RULTIG STUSTER- 


HAUSER (1) 53/V 02) - GRUNCI (N 53/V 26) railroad line, hes 
been rebuilt and was cpened to traffic on 25 susust 1949 
(see Annex). 


2. technical datas 


Length:80 m 
Clearance above ground: 14 m 
Loau capacity: 20 tons of axle pressure. 


3. The ACLUNTGSJUCRL UIAVGLN - GRUNOWY railroac line may now be 
operated over its entire length. fTraffics 32 pairs of trains 
within 24 hours. 


GE ccoment: 


The euluIGovUs Be susauseEN ~~ GRUNGG rajilros4 line eases a traf 
fic burden on the BERLIN junction and the BERLIN - PRANKPURT/ 
Oder line. 


25X1C 


Ll annex: Viaduct near LINDUNBLGG. 
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